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Message Text 

CONFIDENTIAL 

PAGE 01 BELGRA 00646 280242Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO /018W 

069186 282103Z/64 

R 271503Z JAN 78 
FM AMEMBASSY BELGRADE 
TO AMEMBASSY ATHENS 
INFO SECSTATE WASHDC 4728 

CONFIDENTIAL BELGRADE 646 

ATHENS FOR OIC/TSO; DEPT FOR SY/OPS/T 

E. O. 11652: GDS 
TAGS: ASEC 

SUB J : REQUEST FOR A/C PARTS (ACR) 

REF: BELGRADE 7624, ATHENS 10067, FRANKFURT 8642 

1 . DID TSO KEEN TROUBLE-SHOOT A 1C CONTROL PANEL ZAGREB DURING 
RECENT VISIT? 

2. CPOIC ADVISES THAT A/C IS TOO LARGE TO BE MOVED OUT OF 
CLASSIFIED AREA AND MUST BE REPAIRED IN PLACE. 

3. FURTHERMORE, AS REFLECTED IN BELGRADE REF, CPOIC IS UNABLE 
TO DETERMINE IF PARTS OTHER THAN 220V STEP-DOWN TRANSFORMER 
TO 24V ARE BURNED OUT WITHOUT NEW TRANSFORMER. IF PROBLEM 
IS TO BE REMEDIED BY THIS POST, PLEASE PROVIDE US WITH SUBJECT 
PART SINCE LOCALLY PROCURED TRANSFORMERS HAVE BEEN FOUND TO BE 
MOST UNSATISFACTORY. 

EAGLEBURGER 

CONFIDENTIAL 
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